To:  Web  CMS  Support[Web_CMS_Support@epa.gov] 

Cc:  Morin,  Jeff[Morin. Jeff@epa.gov] 

From:  Davis,  Tim 

Sent:  Tue  8/1 1/2015  7:15:07  PM 

Subject:  Can  you  do  an  immediate  redirect  of  the  Gold  King  Mine  page? 


Hi  everyone! 


http://www2.epa.gov/goldkingmine  is  finally  live  now. 


So,  we’d  love  to  have  http://www2.epa.gov/region8/gold-kiiig-mine-release-emergencv-response 
redirect  to  http://www2.epa.gov/goldkingmine  immediately. 


Thanks!! 

-Tim 
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